Clean Energy Future Committee 


Date: Friday October 28, 2022 
Time: 8:15 a.m. 
Location: Conducted via remote participation (Zoom) 


To register for the Zoom Meeting: https://town-arlington-ma-us.zoom.us/meeting/register/tZcvc- 
2vpz4rHNb4pzY_ H48jb4it03yY-S5 


After registering, you will receive a confirmation email containing information about joining the 
meeting. 


Members of the public are asked to send written comment to Talia Fox at 


tfox@town.arlington.ma.us with a copy to Coralie Cooper at coralie.cooper4@gmail.com. 
*Notice to the Public on meeting privacy* 

In the interests of preventing abuse of videoconferencing technology (e.g., “Zoom Bombing”) all 
participants, including members of the public, wishing to participate via Zoom must register for 
each meeting and will notice multi-step authentication protocols. Please allow additional time to 
join the meeting. Further, members of the public who wish to participate without providing their 
name may still do so by telephone at 929-436-2866 Meeting ID: 832 4479 5162. 

Documents related to the below agenda items follow as attachments to this document. 
Agenda 

8:15-8:20am Review & Approve Minutes from 9/23/2022 meeting 

8:20-8:35am DPCD Director Introduction & MBTA Communities Presentation 


8:35-8:50am Town Meeting Preparations / Working Group Updates 

e Specialized Stretch Code 

e Net zero municipal buildings bylaw 

«  Electrify Arlington 
8:50-9:05am Comments on permit application for 1021-1027 Mass Ave 
9:05-9:15am Committee vote on hybrid meeting pilot 
9:15-9:25am Committee vote on gas leaks resolution 
9:25-9:30am_ Shifting meeting times for November and December 
Attachments: 


1) Draft minutes from 9/23/2022 meeting 
2) Comments on permit application for 1021-1027 Mass Ave 


3) Gas Leaks Task Force Resolution 

4) Decision points for committees participating in hybrid meeting pilot 

5) Governor Charles Baker’s 3/12/2020 Executive Order Suspending Certain Provisions of 
the Open Meeting Law 


